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ACTION FBO-05 
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046616 
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FM AMEMBASSY ACCRA 
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AMEMBASSY ABIDJAN 


LIMITED OFFICIAL USE ACCRA 7172 

DEPT FOR FBO, OC, AND AF/EX; MONROVIA FOR ATO; ABIDJAN FOR RSO 
E.O. 11652: NA 

TAGS: ABLD ACOM ASEC AFSP 

SUBJECT: CCC UPGRADE AND GENERATOR INSTALLATIONS: OB, PROPERTY 
02524 

REFS: STATE 215334 AND PREVIOUS 

1 . POST OBVIOUSLY PLEASED WITH SCHEDULED ACQUISITION OF 
ADDITIONAL GENERATING CAPACITY AND CCC UPGRADE. HOWEVER, AFTER 
DISCUSSIONS WITH RCO, RSO AND ATO ENGINEER, POST BELIEVES WE 
SHOULD MAKE SOME EFFORT TO EXPAND CCC AREA SOMEWHAT TO PROVIDE 
BETTER WORKING CONDITIONS FOR COMMUNICATORS. 

2. FOLLOWING IS CAPSULE OF PROPOSAL FOR CONSIDERATION ALL ADDEES: 

A. EXTEND PRESENT CCC AREA APPROX SIX FEET INTO HALT. ADDING 200 
PLUS SQUARE FEET USABLE SPACE AND STILL LEAVE 3 FOOT PASSAGE. 

B. REARRANGE CURRENT INTERIOR TO TAKE ADVANTAGE ADDITIONAL SPACE 
AND ISOLATE INCINERATOR/DISINTEGRATOR IN SEPARATE ROOM WITHIN CCC 
AREA. 

C. INSTALL NEW GENERATOR SHED, WITH DIVISIONS FOR TWO GENERATORS, 
AND UNDERGROUND TANK ON SOUTH SIDE OF SITE APPROX 30 FEET FROM 
EXISTING CHANCERY. 
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D. THERE SHOULD BE ONLY ONE GENERATOR SHED TO HOUSE BOTH ELECTRIC 
SETS, EACH USING A COMMON 1000 GALLON TANK. 

3. BELIEVE THESE ARRANGEMENTS BEST SHORT TERM PROPOSAL FOR EMBASSY 
IN TERMS OF MORALE, SECURITY AND COST, AND MERIT YOUR EARLY 
CONSIDERATION. POUCHING COPIES OF SITE PLAN, PRESENT AND PROPOSED 
CCC AREA TO FBO, OC, AF/EX, RSO, AND ATO. PLEASE ADVISE AFTER 
REVIEW. 

4. RCO CONCURS. LINEHAN 
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